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CONEIDENTIAL PARIS 18367 

USOECD 

EXCON 

E.O. 1 1652: XGDSI 
TAGS:ESTC, COCOM, CZ, GW 

SUBJ: GERMAN IMAGE EVALUATION UNIT TO CZECHOSLOVAKIA - 
IL L572 

REF: COCOM DOC. (78) 433 

1 . URGENCY REQUEST: ONE IMAGE EVALUATION UNIT DOT 
(DIAGNOSTIC OEFLINE TERMINAL) WITH TAPE CARTRIDGE UNIT 
(9 TRACKS/45 IPS) TO RADIOLOGICAL DEPARTMENT OF UNIVER- 
SITY HOSPITAL IN HRADEC KRALOVE WHERE IT WILL BE USED TO 
EVALUATE TRANSVERSE SLICE RADIOGRAPHS (TOMOGRAMS) PRE- 
PARED BY AN UNEMBARGOED TYPE DELTA SCAN 50 ES COMPUTER- 
IZED TOMOGRAPH. VALUE $101,200. 

2. BROCHURES BEING POUCHED. 

3. URGENCY PROCEDURE INVOKED BECAUSE THE ENTIRE RADIO- 
GRAPHICAL SYSTEM IS TO BE PUT INTO OPERATION IN NEXT FEW 
DAYS. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 PARIS 18367 08I753Z 

4. USDEL RECOMMENDS APPROVAL BASED ON APPARENT HUMANI- 
TARIAN AND VISABLE END-USE. 

5. ACTION REQUESTED: INSTRUCTIONS ON REECASE EOR COCOM 
MEETING JUNE 13. 

SALZMAN 
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